To:  Ofosu,  Philip[Ofosu. Philip@epa.gov] 

From:  Approval  Queue 

Sent:  Wed  8/12/2015  12:45:46  PM 

Subject:  Your  request  'R6  Gold  King  Mine  Spill  ' was  approved. 

\ our  request  'R6  Gold  King  Mine  Spill ' was  approved. 

Approved  on  2015,  August  12,  Wednesday  at  08:45  am  Eastern  Time  by:  PATRICIA 
SONNTAG  Comments: 

This  is  a system-generated  email.  Please  do  not  reply. 
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